October 22, 1962 


fU 


MEMORANDUM FOR RECORD 

General Reynolds, Vice Director of the Joint Staff, 
requested that either Captain Shepard or I, or both, 
come to the Joint Chiefs of Staff tomorrow morning at 
9:00 o'clock to give the Joint Chiefs a "feel" for the 
support our ready room in the White House would need. 
Captain Shepard agreed to go. 


C. V. CLIFTON 


